EM) Please forwardtothe Terms3 &4, 2016 





Michael’s 


Single Hot Plate _ Power Supply General 
Thermostat controlled 'p 

- Purpose 
Unbeatable value $65 ' « Popular educational | 2633-001 


Best sellers 


Dual Hot Plate 
Safety PVc Stirring $8 


Rods GAOT Sr 


250 x 10 mm, Unbreakable plastic. 
Packet of 12 $1 4 
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IEC Magnetic Stirrer / : leit Box & isha 
Hotplate simmerstat | Set, Hodson, 12V (Std) 
- Heavy Duty ' (Genuine IEC product) 

- Stirrer speed 150-1200rpm ¢ The comprehensive kit of parts 


- Surface temperature 420°C Full permits many experiments in 
- Adjustable 0-10 Scale 


Magnetic retriever not 2090001 cable 


supplied 7 ¢ The lens adjuster cannot be 


$375 — ' removed by students. gf omas , Best 


Electric Vacuum CS-45 - | _ virtually unbreakable Power supply not included 


Pump cy) RR PONE gr vereenesr-rosenaeeers>orp9 err anaes 


Use for Bell Jars, Guinea and : Electronic Balance 1 000 X 0.01 g ! 
Feather, Filtration, Air Pressure : The complete multipurpose balance 


HP2 





model 
¢ 2-12V,5A $1 05 





basic optics and colour blending. 
¢ The banana plugs on the cables 
: are stackable and moulded to the 















etc., : Great capacity! Great resolution! Great price 
- This premium unit does it all : « Fullsize 
- 45 lpm - Breeze break EM7264 







- Tare Function 
: « Mains and Battery 
syuiecioiuebndechahimsaneh ec hloeicacopetemeaemmandctanne'ncteiclactisaaaecatnlesatemeed - Build in bubble level to 
provide maximum accuracy. 


¢ 15 microns ultimate value 





Hand Held pH Meter Most | 
A simple and accurate device Reliable - No longer will you have to worry by loss of 
Features: : Capacity using the tare function! 


¢ 1-14 pH range / 0.1 pH resolution 


58-50 Goseriing emeeriie : ae canadian 
- Replacement pH solution . _ Digital Benchmeters 


— M1670 | a 

- Calibration tool | B fe ~=—-sUse Also As A Galvanometer (+) (-) 

* Storage case $72 j | | ' « Extra strong, plastic case, (14cms x 10cms) 
' ©  13mmLCD display 


oe Simple to use 
° Simplifies circuit studies 
: standard size Seller 


e 
— ae . 


_ | DIGITAL AMMETERS 








Quality Benchmeters 


Best Best 
Value Seller 




















































PA-10 | Ammeter 


| PA-111 | Voltmater Range 0-3V/15V/30V DC in 0.1V/1V/1V $25.00 | 3 “PA-201 ae OT | $45 ( ee 
| PA-14-1 | Galvanometer | 500 -0-500uA in + 20uA 1 $25.00 | i: | [ons a soon 
eon rT ee |. | PA-202 | Voltmeter _0-1.999A DC $45.00 | 


“EDUCATION MATTERS fue Oakleigh Vic. 3166 Ph: (03) 9568 6408 Fax: (03) 9568 1938 
Email: sales@educationmatters.com.au www. educationmatters.com.au 








Se | PA-211 | Ammeter — | 0-10A DC 

' ANALOGUE BENCH METERS | | od | | - } 

r | i | | | PA-212 | Ammeter | 0-1.999A DC 

PA-6 | Ammeter _0-1A/0-5A in 20mA/100mA DC $25.00 |: Sn nana 

| Ammeter _| Moving coil Triple Range 0-50mA/S00mAV5A in | $25.00 | ee ee 1.999MADC ($45.00 | 
TmAMOMAM00mA : | | PA-214 | Microammeter 0-1.999uA DC $45.00 | 
Range 0-10A in 200mA ($2500 | = DIGITAL VOLTMETERS  } } }3 | op 

) | . 
































WMitdatee mm beclelhecelatel mach celelaic-e Fitted with plastic roller. 


EX) (cree) ame) MUy=1101 W-lavem ole) oleit-lmit-iaamcelmuelelmicle 100 x 76 cm 











pH COLOUR Cc 
¢ Count up/down “10 SONG ajc, | 
HEAVY DUTY Graphic illustrations of the | . q : ee 
i = ACCURATE elements zr 
Geer lo J» pHt-14 
Cj a 


Oy 100 x 76 cm 


i > 
S$ 6 


PERIODIC TABLE OF THE ELEMENTS 


J 





MIN 100S 
SPORTS TIMER 





- STARTISTOP 








Remember carting those big glass 


wl 


‘ structures (Kipps) around and 

j ' $1 0.00 each bending at the knees. Why not try 

Plastic, Tubular Newton Spring Balances. Each Range Is Color Coded We like this well engineered the lab tech friendly unbreakable 

For Convenience, And Is Scaled In Both Grams And Newton’s. product for its quality and ready polythene Kipps? 
| reference 250ml EMA29501 $49.00 
ah | tb lett to 500ml EMA295501 ~—‘ $60.00 
vai Be we. elp organise 1000ml EMA296501 $90.00 
PH 0033B 00 gm : your spotting 


2 
PH 0033C 900 gm/ 2 tests. 
; E ¢ a a Will Not 


Break! 





PH 0033F 
PH 0033G 


- The instrument has variable wavelength and two scales: 
transmittance and absorbency. 

- The 12nm spectral 
slit width provides the 
sensitivity required for 
almost any application. 

- One solidstate silicon 
detector covers entire 
wavelength range, 
eliminating the need to 
change 





Bl0177 
Disposable/ extra 


long 








MICROSCOPES Approved Electricals Crisp Clearlmages Robust Design 


$192.00 $325.00 $630.00 
¢ with Disc - Iris Diaphragm & Built . Halogen (cool) lamp, $350 00 
° Diaphragm inCondenser & « Abbe Condenser, - 20x pe Dual 
- built in Light Incandescent Light - Iris Diaphragm, é Magnisentions® ° Attach your smartphone 
* Eyepiece.10x WF - Eyepeice with pointer: . jjechanical Stage. gaheSaurtes easily to your own Compound /Stereo 
- Objectives.4,10,40x WF.10x . Wide fi Microscope or Telescope. 
Nite Wide field 10x - Inclined body & , sn 
- 240v - Objectives 4,10,40x ; - Get instant still or video images 
. Fine/C f total Maanificati Eyepieces. Light (upper g 
Sa nee ie Pers earl - Objectives & lower) - Save, print, share or download to a 
° Ull SIZ O an ‘ 
lenses ° : 4,10,40,100x,1000 x - 10x Eyepeice computer 
W/field. 
¢ WITH FINE FOCUS ar 
$385.00 « Objectives Rotate 


As above with mechanical stage 
and 100x objective 














Quality Electronic ee aoa 
Balances from BALANCES & RECEIVE A 
Education Matters 


° SCOUTPRO 
@ OHAUS since 


OHAUS* 


















SPU 123 SP202-SP2001  SP4001 - SP6000 Dune 145mm pan 
90 mm pan 120 mm pan 160 mm pan Battery / Mains (Included) 
OHAUS PRICE LIST _ 
Yen i 

ACCURACY........... CAPACITY cccccssesssessan MO DEL ssesssscsssssscsscnssnes PRICE : 
03: EC ee SPLIT 2B oinstenconsiesistai $548.00 = Nimbus oomm pan 
UA) (9 aaa een DOO creme DF 20 A asesiieonsinisvurentnesivccstioets $428.00 | External (e) or Internal (i) 
01 (c 16) sn SPA OD a cecscorceccessaoriestonacts $614.00: Calibration 
O01) [ca 21): ee re SPGO 2 oa stecsssicssissrsccenmsees $405.00 
OG cttensitenaniass BOOS ccsrractesnectaeniteracet aes SPO ccisssnvcsesssvsssbecsacsdsies $353.00 CB 130mm pan 
ONG wesxtosescteriitrnicncsitins OOD Reseatticorstuaensernins OF Oe ccsasictutecatareacoeeroninus $479.00 Battery / Mains (Optional) 
en 1/4 le re SP P00 ccesisctsssiensesenienens $494.00 
ONC saatteshiateseoenteossicess BOQQOG csscssnsiinadirparonsssnosnes | i Inner $618.00 
|: BO00G eeeeeeeccccsscscsccsssesseee SP6001 ...ssssssssssssssssssssssee $699.00 
1.09 vessesssssseeeseeeeeeeeeee B000G oeeessssssssssssssssssssseee SP600O vecceseceeeeecccccccseeeeee $366.00 





Best Selling Pocket Scales 









100g Pocket Scale 72x 40mm Core 120mm pan Highland 120mm pan 
Compact design, ideal for laboratory. M7258 | ACCURACY CAPACITY STYLE MODEL PRICE 
é QM7258 

Measures up to 100 grams with anne 
excellent resolution. $59 0.0001g eccccccccce 210g cocccccccccecece Nimbus coccccccocccese NB1214e ecccccccccccce $1745.00 
- Tare function COO OTE scssiicoxsis 2 OG sncsecccncoices Nimbus............... NB V2 Al cccacscscarscaes $1920.00 
°0.01g resolution ~ £0.00 1g ...eeeereeeee BIOG ccnscceianens NTIS csccerceseisess NB T4236 sciassssssases $1095.00 
- Storage bag included WOOT sissies BDO G sassicsenrssssse NiMbUS........see.... NB1423 i nccecccsssssees $1270.00 
200g Pocket Scale 93 xX 52mm / 3 0.001g sensuvontuwuinn 120g dceawecnsimnaae Highland cviemeemeene (Get eo 

Le § DOIG snrcecrnccssrane DOGG serccrcsicasiens CONG ccarireanortststcinse OT 202 ascnsineicieccan 295.00 
*0.01g resolution QM7259 eee 0,01 verseccsessseee 300G sesscssnsseee Highland.......... HCB302.cesssssssssssssee $445.00 
- with Back light E Bg 

i - : 0. PIMHGNG wcsiscesesss HCBGO2H .c.csccscnrvsee $495.00 


a 


Highland............ HCB1002 ..........esseeee $545.00 
ana ae a aaa are UR eccerciensecaces DCT201........... $99 00 
Electronic Balance 1000 x 0.01g ! Cote nn canst. $165.00 
The complete multipurpose balance 5: oe 2) ) ere $90 00 
Great capacity! Great resolution! a ebecsberscscccsesesos Snes ercceccccccccccceecs 7 ipee 
Great rice wecccccccccccccccccccccco NL) | UU I cscccccccccccccccees ° 
« Full Lak EM7264 Co) (ee COT TSO ccvesncsinsninins $275.00 
, eraemiaeek $445 COPE caeesssntensee COT 2600 oaeesrsersre $189.00 
¢ Tare Function Highland ee ee HCB3001 scsissssscsvesine $445.00 





« Mains and Battery 


» Build in bubble level to provide a COT 2000 o.eeessscssssee $165.00 

maximum accuracy. : Sa ee CB3000 vesssssssssecsseee $90.00 
No longer will you have to worry by loss i 3 CONG weseccrsscnninesseses COTS OOD ssiscciszcens $185.00 
of capacity using the tare function! CB mains adapter Gv 2O0MA ..seesssssssssessseessee Optional eicccinesssrvcacsraes $28.00 











Dabco - Unitray 


Dual Purpose 








Thermometer / Bar 








:  Unitray with 
Magnet Storage Tray —_; insert 
* Moulded ; 
: | Unitray w/o 
plastic EM2951 |i | pcan, 
¢ Will not crack [ 
or chip $23 












¢ Durable tough 


Forceps 


Stand 
Holds 16 foreceps 


up to 
15cms, 
Powder 
coated 
metal 








: Scissor Stand 
: « Holds 16 up to 15cms 
: + Powder coated metal 


1034001 


1034002 


$4.95 


















$14 $14 
Pipette Stand Vertical Pipette Stand 
- Holds 24 horizontal 
pipettes - holds 12 pipettes 
- wooden 





$37 
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Flask Stand 


Polypropylene, Can hold round 
bottom flask up to 10 Itr. capacity. 
Stackable and 


Pipette Stand 
Polypropylene 


Polypropylene, Can 
hold round bottom 
flask up to 10 ltr. 
capacity. Stackable 
and can be steam 
autoclaved. 


can be steam 
autoclaved. 








$18.00 : 


LW4707-01 


$25 











: + Prevents any spillage making contact with 


= Light weight, Easy to clean 


: ‘Z'’shape, made from 18 
: gauge aluminium sheet, 
: anodized and 3 tier. 

> 8x13mm/6x19mmM /5x29mm 


. 
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| Test Tube Rack “Combi” 


: The Universal Combi Rack is 

: designed to hold a variety of tube 
: sizes. 

: The rack may be rotated to any of the four positions. 
: « 40 place /12mm tubes 

: * 8 place/30mm d tubes (50mlI capacity tubes) 

: « 24place/17mm d tubes (15ml capacity tubes) 

: « 20 place/20mm tubes 


TT LEC eee ee TTL ere ee re ee rT OTL eee ro 


7 Test Tube Stand Wooden 


- 25mm holes and pegs. 
: e Holds 6 test tubes. 


3 Test Tube Stand Plastic 





_ Experiments Tech Tray 
Protects bench 

Unique multipurpose tray for chemistry, 
biology labs Complete with dissection 
mat 


GE5578 


students 


Spare Mats 





Strong, Sturdy 


LW4417-01 





$12.50 





$13 


Wooden, polished stand 
with drilled holes, 


$6 











Pkt of 12 
° $24 
: Test Tube Rack 
: * HD polypropylene, ideal for storing or drying 
: test tubes 
> 16 &10mm tubes............ (3989-401) 0.0... $14.00 
A, SEMA TUBES nssnoriassennt (3989-601)......... $14.00 


Test Tube Stand Aluminium 'Z' 
: Shape 











Roatatable 


Very sturdy and 
versatile! 


. . 
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. 


28 places.......... LW4717-01.... 

94 places......0... LW4727-01 ....$25.00 $1 3 
Tripod Stands Tripod Stand 
Triangular 


Zinc plated cast 
iron top and mild 
steel legs. 


LW4817-01 


steel legs. 


$7.20 


Triangular, Steel 


Steel, height 20 cm 
LW4828-01 |: 








$7.50 


and length of side 
125 cm 


912 





: [ Lw4s27-01 | | 


Circular, 200mm Dia 
Zinc plated cast iron top and mild 








Weemiicsinne - 
a 
SRR ie 


CH0525B $35.00 : 


: 25mm, 6 hole, 6 peg. Plastic, 1 
: non- corrosive, durable i 
WIG vcssccscens CHO694A..........00000 $5.00 
BWC sscccssisiscnnns CHO694B..........e0000+ $5.00 
: Draining Baskets 
Wide net like structure on all sides. Ideal for 
: draining different laboratory apparatus. Made of 
: polypropylene, this basket can be repeatedly 
: autoclaved. 
> 140x 120x110 mm LW0017-01 $6.00 
: 180 x 170 x 160 mm LW0037-01 $12.00 aif 
: 230 x 230 x 230 mm LW0047-01 $10.00 | o 
: 400 x 400 x 100 mm LW0055-01 $15.00 
: Wire Gauze Mats Clay Pipe Triangle 
: 150cm(Pack of 10) : 50mm sides LW558701 $0.80 
: Plain CH0525D $20.00 : 60mmsides LW559701 $0.90 
: Ceramic Center 50mm sides LW560701 $1.10 





: Retort Stands 

: White Plastic Coated Metal 

: 225mm base, 75mm rod 

: Centre hole LWA4777-01 $28.00 
: Side hole LWA4787-01 $28.00 





Retort Clamp 7 Retort 


4 Prong, Black LW1667-01 | : Clamp 
Powder plated 
: Bosshead 


: Die Casted 


LW0567-01 





All Metal Steel Plated 

: 115x 75mm, Rod 500mm LWA4737-01 $9.00 
: 160X 100mm, Rod 600mm —_ LWA4747-01 $12.00 
: 200x 160mm, Rod 600mm —_LWA4757-01 ‘$16.00 
- 250x160mm,Rod 700mm — LWA4767-01 $19.80 
© 315x 200mm, Rod 700mm — LWA4768-01 $34.00 

































Retort Ring with Bosshead : Funnel Holders | Funnel Stand 
: Seperating LW3517-01 $6.00 : Wooden 
Closed with Clamp | : Single LW3527-01 $5.00 : 
t : Double LW3507-01 $6.50 = Single 

ID 45mm LW4419-01 | $5.80 a: : 

ID 65mm Lw4427-01 | $6.00 | 

ID 85mm LW4431-01 | $6.20 a I 

ID105mm___| LwW4447-01 | $6.50 | | Vy : 

ID 125mm LW4457-01 | $7.00 | 
Burette Clamp : Burette Clamp : Burette Toc ' Laboratory Jack 
Fisher, Double, : : ¢ Strong support for lab 
High Strength 
Alloy Jaws : * Screw operated scissor action 







, Saye pen : « Minimum height 60mm & 


maximum 


, fy elevation 
"7 di} fo : 25 cms 
es : ¢ Maximum 

i oot a yi . : load 25 kg 

~ “= 


NG , CH0642 
= 6°67 


Double, Clamp 
LW1627-01 : LW1637-01 : Single $6 : equipment 
$8 
. 


Polypropylene 
$25 — 


be _ = - 











Beaker Tongs Crucible Tongs _ Test Tube Holders 
Rubber Coated Ends, Nickel : Nickel plated steel. © Metal 16-2511 wesssssssssssssssssssessseesssee UIWS47 TOT seencccosissrereetssteis $2.50 
Plated 1/4" Steel, 50mL-2000mL =: S/S 150mm Bowed © Wooden Peg type Pkt Of 10 sess DAV 22 setensinseincseaiassee $18.00 
capacity : LW5537-01 STOO fechas bes sssssssvssvanssaicaanctiesnssisassataiccssusasssactasnanns CHO27 aiscsssosscsscsosscsseee $3.00 
LW5536-01 : S/S 200mm Bowed : 
$7.50 ! LW5557-01 $12.00 
Stainless Steel Spatulas : Polypropylene Spatulas : Bench Mats 






15cm 
: Spoon / Knife 
: Pkt of 12 


: Silicone Rubber 
: Hard wearing, Long lasting, Heat 
: resistant (220° C) 


$10 





150 x 150mm......LW3154-001...... $6.00 
250 x 250mm...... [W3155-01...... $10.00 













: Cement Sheet 
: 300 x 300mm...... 1W3153-01.....$6.50 











Bunsen Bunsen Burner 
Burners Micro For 
¢ Nickel Plated 
Brass Tubes Natural 
¢ Excellent Gas 
air adjust... 100mm tall 


perfect 
* Safety Flame 















LW1617-02 


LW1607-01 
LW1617-01 








NATURAL 


$14 
GAS 
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$12.00 

















Mohr's Clips : Hoffman's 
Se | Clips 
50mm LW1707-01 $0.90 : Nickel plated 7 
75mm LW1717-01 $1.10 ; 18mm LW1677-01 $4.30 i. 
» 20mm LW1687-01 $4.90 : 
: 25mm LW1697-01 $5.40 
Tubing, PVC Clear 













nm | asm 3on coi [7a [52m 
[mm [Or Sn omen | 770 | 0 
80 
750 
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Polycarbonate Water Bath 

With fast acting 

thermostat 

- Inexpensive, safe and 
authentic design 

« Popular educational 


model 
© 14L 
Lid only WB14LID 


$100 
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IEC Digital Student Oven 


With fast acting thermostat 


» Small with fan 
- Exterior | 2251001 ff 
$1180 


310x330x435mm 
IEC Non-Digital 
Student Oven 


- Small with fan ae 


« Exterior 
310x330x435mm 2250001 
$820 


. 
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Benchtop Dishwasher 
Description 

Dimensions (HxWxD): 44 x 55 x 
50cms 

Programs: 5 options, 

5 temperature settings 

Length of Cycle: 

30 - 120 minutes 

Weight: 22kg 

Water Consumption: 

8.5 - 14 litres 

Energy Consumption: 0.8kWh 





* Fee3 = 
SS ' Pil ige 














| Coplin Staining Jar 
Glass jar, with moulded glass cover. 
© Glass BI1011-01 $11.00 


PI- PUMP | 
Safety 


pipette filler 





- Polypropylene BI1021-01 $4.00 


——— = 






1069003 
1069002 
1069001 








Colour - Red, 
Suitable for 
pipettes 
up to 25 ml 






Colour 
- Green, 
Suitable for 
pipettes 
up to 10 ml 













_ Bunsen Tubing 
- 7-8mm x 1.5mm (per meter) 


32.50 





Colour 
- Blue, 
Suitable for 
pipettes 

up to 2 ml 
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PIPETTE ‘Glass 

FILLER Tubing 

+ Synthetic Cutter 
rubber : 

* 3 valves 


PF1 


1 512 





$10 
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Water Bath For use with IEC Hot Plate 

¢ This general purpose stainless es 
steel water bath is designed to 
rest on and be heated by an IEC 
Hotplate. 

¢ We recommend the 1920-001 
model.($225) 

¢ IEC Test Tube racks 3989-401 or 
601 fit snugly inside. ($14) 


424001 ..... Bath only............... $173 
4240101.... Temp controller .....6160 





Budget Price Exceptional Quality 
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Lab Trolley ge 


- We recommend this trolley as 4% 
being superior to others. s 

e Strong stainless steel frame 

- Polypropylene shelves 

¢ 790x490x990mm(Ixwxh) 

- Distance between shelves 


330mm 3 
- Heavy duty castors sf 
$350 


with breaks on 
2 wheels 
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Thermoline 
Incubators 


13 litre 
TEI-13G 
43 litre 
TEI-43G 
70 litre 


IGD 








Safety Glasses Rack 


30 Place 
1104038 


¢ Store safely and 
hs) 





check count 
easily 

¢ Keep your 
safety 
glasses 
in good 
condition 
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Super Nitrile Gloves 
Med GLN501 $8.00 
Lge GLN502 $8.00 


Premium grade 

¢ Maximum 
abrasion and 
solvent resitant 

* Electrostatic lining 
for improved 
comfort 

¢ Textured palm for 
enhanced grip 


lade hhh eee ECCS CSCC CCSC CCC CCC CeCe eee eee ereeeee reer creer eeeececececeeececerereeeeceeeceeeeeceeeerrerrrrrr. o 


Safety Cabinets 

Toxic Storage CabinetsThese 
Cabinets are manufactured to 
comply with AS 4452 for the safe 
storage of Toxic Substances. This 


Standard also states that a Safety 


Shower and Eye/Wash must be 
installed where packages are 
opened. 


: Safety Spectacles 





* Unisafe 








: Scalpel Blade Remover 
Piet CHOICE : Remove & 

: © Snug fit. One-piece wraparound dispose of blades 

: design. : the safe & easy 

: * Made from way! 

: polycarbonate : 

: * Australian 

: Standards 





Ee 
= ~ 
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Gee 
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Disposable Gloves 


Latex,P/Free,White,X-Small.............. LW6270-01 .......... PK/100 Su... 12.50 
Latex,P/Free,White,Small ........cee. LW6272-01 ous. PRI100' S sccscsasns 12.50 
Latex,P/Free,White,Medium............. LW6274-01 0.0.00. PK/100 $ wu... 12.50 
Latex,P/Free,White, Large... LW6276-01 .......... PK/100 S........... 12.50 
Nitrile,P/Free,Blue,X-Small................ LW6282-01 .......... PK/100 $ uu... 13.00 
Nitrile,P/Free,Blue,Small.......eeseeee LW6284-01 .......... PK/100 S$ uu... 13.00 
Nitrile,P/Free,Blue,Medium.............. LW6286-01 ........... PK/100 S........... 13.00 
Nitrile,P/Free,Blue, Large... LW6288-01 .......... PK/100 S wees. 13.00 


Corrosive 
$1,180.00 
$1,220.00 
$ 1,484.00 
$1,660.00 
$1,980.00 


$980.00 
$1,040.00 
$1,390.00 
$1,480.00 
S$ 1,724.00 
$2,088.00 


Oxidising Agent 

60L, 2 shelf, 1 door 100x60x47 
100L, 2 shelf, 2 door 80x92x57 
160L, 2 shelf, 2 door 123x110x47 
250L, 3 shelf, 2 door 176x110x47 


$1,066.00 
S$ 1,480.00 
$1,521.00 
S$ 1,768.00 


Toxic 

60L, 2 shelf, 1 door 100x60x47 
100L, 2 shelf, 2 door 80x92x57 
160L, 2 shelf, 2 door 123x110x47 
250L, 3 shelf, 2 door 176x110x47 


$1,190.00 
$ 1,458.00 
$ 1,696.00 
$1,768.00 





LAB TECH'S CHIC TOOL BAG 


Not only is the chic tool bag a smart fashion accessory, 


but it's incredibly practical as well. 
But it's not just limited to the contents 


supplied. 


$40 


: Hot Hand Holder 
: Silicone 
| Rubber 


: $10 each 







Set of 10 
: $99.00 






Bal 


: New Labcoats 





: Large LCNL..... $28.00 
: Medium LCNM .... $28.00 
Small LCNS .... $28.00 











Lemme meee eee sees eee eee eee esse eEEEH ESTEE EEE ESESESESE SESE SEES EEE EEES 


All Acrylic Safety 


Screen 


EMA395601 
Very stable and 
perfect for doing 


$130 
those tricky 


unpredicatable demos. 
Why take the risk? 

Always use this screen. For 
teachers and students alike. 
830 x 600mm 








Surge Protected 


Double Adaptor 
- With 2 x USB 


Charging Ports - 
3.5A $39 








You can add you own tools including a glass 


tubing cutter, scalpel blade remover, etcher, teacher — 
trainer whistle and lots more to customise your very own | 
tool bag. 





FORALLYOURKNICKKNACKS == Wty, eS 
Looking G Good With Your oe Too! Bag ea / | 7 








Getting all you have from here to 
there just got a whole lot easier! 





RY £0) [0 [= 

























Burette _LeadsRack _ Teacher Smart oy teachers / The Folding 
Wall Rack : Storage banana or Clips, Wall Lab Tech Crate on 
. t 40x6x7cm Ca rt ab |on Wheels 
Drain and pei tenes on the move! 
Storage Rack - 1011078 : Perfect for toting books 
Plastic Board Set of 2 : and supplies between 
$1 8 : car and classroom, this 
: updated version features 
1011062A : lightweight construction, 
: extendable handle, 
$55 : and smooth-running 





a : tyres. Folds flat for easy 
scieAeseteaioteceosnonansierestelassiimnioeuiaciisesoeidautons Serer ee error a er ce eR Ee pee eres Saree . storage. El-1099 


Slinky Spring Storage | Bench Top 








7 ini El-1099 
Rack (Draining ET oe 
: Rac 
EE : Glassware ‘eaadetsia 
. a. : Type 325 x : A piattiy 
: 450mm 


: PVC Coated. 





Oe eee eee eee eee eee eee eee eee EEE EOE EEE EEE HEHE EEE EE EEE EEE EEE EEE EEE EEE EEE EEE EE EE EEE EE PEE EE EEE EEE EHEEEEEEE SHEESH EEEEE SEE EE EES 


For All School Personnel 


$29 






Clearview Organiser Boxes (COB) 
Clear perspex top, a multitude of uses in the prep or classroom 






Teacher Smart Cart 






- Easy and orderly distribution and reclamation of materials to class Apron l 
or teachers. Quickly monitor and replenish materials . | 
- Use for student groups(one insert or box per group) ; Add to the versatility of your Teacher Apron 


- Use for anything you like e.g magnets, indicator paper, rocks, jaime nh Cart vinnie eels ashiabls 


,; : nylon apron that fits inside the Smart Cart Only 
specimens, carbon discs, batteries, lenses, molecular balls and links, — : ; ; 

Il lab tools etc. F r K k Knack : loading box adding four outside pockets to give you 
Miele HTORIS-ECG- POMS y OU RICE E |. csc aaeneneen en : more carrying capacity. Just pick up the two easy 









COB - La rge COBO001 SAFETY GLASSES : carry nylon handles to lift the Store More out of the 
56 storage : carate, and the apron becomes a bag you can carry or 
compartments in 2 layers $38 RACK : lift to a table top! 
: 30 Place 
COB 7 Medium COB002 : : Store safely and 1104038 Pm: RE TE UO rte 
12 compartments in one : check count easily : Spring Balance Rack _ Bunsen Burner Rack 
layer $22 : + Keep your safety $85 Wall Mount 1011080 - Storage - Either 
glasses in good : or Bench, 56 x _ Vertical or Flat, 1011079 
eoniitton : 30mm $35 ~ 55x40mm $35 


ee ¢ € 
; = 


$e OR OO ee ae 

















Wall Mounted Draining __ :; Petri Dish Rack : Microscope Slide Boxes _ Microscope Slide Boxes 
: Clear Acryl- : Pol : 

Rack q ear Acry CHO376A | | olystyrene : Wooden 

PYC coated , : icCapacity to : 25Slides PA109201 $4.00 = 25Slides §PA110901 $15.00 

780x500mm. : hold 90 mm $69  50Slides  PA109301 $7.00 = 50Slides ~~ PA111901 $17.00 
: sizes petri : 100 Slides PA109501 $10.00 = 100Slides PA109901 $21.00 


: dishes. 


EDU ( ATI ON M ATTE RS 1/31 Dalgety St, Oakleigh Vic. 3166 Ph: (03) 9568 6408 Fax: (03) 9568 1938 
Email: sales@educationmatters.com.au www. educationmatters.com.au 


ABN 77 094 935 869 


